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HARYANA GOVT GAZ ., DEC . 6 , 1983 ( AGHN . 15, 1905 SAKA ) 


2019 


IRRIGATION AND POWER DEPARTMENT 


The 24th November , 1983 


No. 21 / 14 / 83-3 MI& P : -In supersession of Haryana Government Order No. 1886-2-1 -RR- El. 
69/15138 , datod 2nd June , 1969 and in oxcrcise of the powers conferred by rule 137 or the 
Indian Electricity Rules 1956 and all other powers enabling him in this behalf , thc Governor 
of Haryana hereby makes the following amendments , namely : 


AMENDMENTS 


1. In the said order, clause 30 and clause 49 shall be substituted as under : 


Clause 30 


Fees on the scale prescribed below shall be charged for the issuing of certificate of competency 

to Supervisors and the Licences to Electrical Contractors : 


i ) Supervisors Examination 


Rs. 50 


( ii) Issuing competency certificate on the result of the examination 

Rs. 20 
(ii ) For re -checking of totals of marks in written papers on the request of tho 
candidates 

Rs. 20 


(iv ) Certificates to candidates 

examination 


who are exempted from the Supervisors 


Rs. 50 


Rs. 30 


Rs. 20 


(v) Duplicate copy of the exemption certificate 
(vi) Annual renewal fee of supervisor competency certificate 
(vii) Duplicate copy of the supervisors certificate 

CONTRACTOR LICENCE 


Rs . 30 


A Class 


( a ) Initial fee 


Rs. 200 


(b ) Annual renewal fee 


Rs, 100 


B 


( a ) Initial fee 


Rs. 100 


( b ) Annual renewal ſec 


Rs. 50 


} 


Clause 49 


1 he scale of fecs payable by the candidate for Wireman examination and for the 
issuing of permits to those candidates who are exempted from : appearing in eacti cxamination 
shall be as under : 


M 


Rs. 40 ... 


(i) Examination fee for A Class Wireman 
( ii ) Examination fee for B Class Wireman 


Rs. 30 


( iii) For issue of wireman A and B Class permit 

Rs. 10 
( iv ) For issue of permit to a candidate who is exempted from A and 
B Class Wiroman examination 

Rs. 20 
(v) Annual renewal fee for ‘ A ’ and B class permit . 

Rs. 10 
In clause 51(1) for the words " a fec of Rs. 8 " the words " a fee of Rs. 10 " shall 
be substituted . 

S. G SUNDARAM , 
Commissioner and Secretary to Government Haryana , 

* Irrigation and Power Department, 


